**************** 




Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 



IS 8692-1 (2004) : Cylindrical shanks for milling cutters, 
Part 1: Dimensional characteristics of plain cylindrical 
shanks [PGD 32: Cutting tools] 




Jawaharlal Nehru 
'Step Out From the Old to the New' 



■K^y / 1 juaaaws^fea rs^^TTF^ 



2*S< W I *>S*V2^NK^ 



^frcvvv^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 




.^^_ 



• 




BLANK PAGE 



*rt*2V^ 





PROTECTED BY COPYRIGHT 



IS 8692 (Parti): 2004 
ISO 3338-1 : 1996 

fafeHI cf^ c^ f^fir ^IcHHIcbK #fe 

*TFT 1 ^ ^eHlcr>K $fc cfc 3TT*IFft 3TfacrafUi 

( WrTT tffftzm ) 

Indian Standard 
CYLINDRICAL SHANKS FOR MILLING CUTTERS 

PART 1 DIMENSIONAL CHARACTERISTICS OF PLAIN 
CYLINDRICAL SHANKS 

( First Revision ) 

ICS 25.100.20 



© BIS 2004 

BUREAU OF INDIAN STANDARDS 

MANAK BHAVAN, 9 BAHADUR SHAH ZAFAR MARG 
NEW DELHI 110002 

December 2004 Price Group 1 



Milling Cutters, Saws, Gear Cutting Tools and Broaches Sectional Committee, MGP 11 



NATIONAL FOREWORD 

This Indian Standard (Part 1) (First Revision) which is identical with ISO 3338-1 : 1996 'Cylindrical 
shanks for milling cutters — Part 1 : Dimensional characteristics of plain cylindrical shanks' issued by 
the International Organization for Standardization (ISO) was adopted by the Bureau of Indian Standards 
on the recommendations of the Milling Cutters, Saws, Gear Cutting Tools and Broaches Sectional 
Committee and approval of the Medical Instruments, General and Production Engineering Division Council. 

This standard was first published in 1 978 based on ISO 3338-1 : 1 977 and ISO 3338-2 : 1 977. In order 
to align with the latest version of ISO Standards the revision of this standard has been taken up. With 
this revision the standard has been splitted into two parts: 

Part 1 Dimensional characteristics of plain cylindrical shanks 
Part 2 Dimensional characteristics of flatted cylindrical shanks 

The text of ISO Standard has been approved as suitable for publication as an Indian Standard without 
deviations. In this adopted standard certain terminology and conventions are, however, not identical to 
those used in Indian Standards. Attention is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should 
be read as 'Indian Standard*. 

b) Comma (,) has been used as a decimal marker, in the International Standard while in Indian 
Standards, the current practice is to use a point (.) as the decimal marker. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the final 
value, observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance 
with IS 2 : 1960 'Rules for rounding off numerical values {revised) 1 . The number of significant places 
retained in the rounded off value should be the same as that of the specified value in this standard. 
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1 Scope 

This part of ISO 3338 specifies the dimensions of plain cylindrical shanks for milling cutters (of diameters 3 mm 
to 63 mm). It is applicable to both single-ended cutters and double-ended cutters. 

The dimensions of flatted cylindrical shanks and threaded shanks are the subject of ISO 3338-2 and ISO 3338-3 

respectively. 



2 Dimensions 

See figure 1 and table 1 . 




Figure 1 



Table 1 



Dimensions in millimetres 
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1) Not in conformity with ISO 237:1975, Rotating tools with parallel shanks — Diameters of shanks and sizes of driving 
squares. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of 
goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any 
form without the prior permission in writing of BIS. This does not preclude the free use, in the course 
of implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director (Publication), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also 
reviewed periodically; a standard along with amendments is reaffirmed when such review indicates that 
no changes are needed; if the review indicates that changes are needed, it is taken up for revision. 
Users of Indian Standards should ascertain that they are in possession of the latest amendments or 
edition by referring to the latest issue of 'BIS Catalogue 1 and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc: No. MGP 11 (0483). 
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